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THE  "ALL  STEEL"  REFRIGERATOR  [CLOSED] 

For  Price  and  Dimensions  see  page  14 
Read  Our  Free  Trial  Offer  on  page  1-5 
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THE  "ALL  STEEL"  REFRIGERATOR  [OPEN] 

For  Price  and  Dimensions  see  page  14 
Read  Our  Free  Trial  Offer  on  page  13 


Why  the  "ALL  STEEL"  Refrigerator  is  the 


HEN  you  purchase  an  article  that  should  last  a 


lifetime  you  know  that,  eventually,  the  best  is  the 
cheapest.  To  decide  which  is  best,  you  must  depend 
partly  upon  the  statements  of  the  makers  and  the 
salesman — but  mostly  upon  your  own  judgment.  In 
order  to  judge  correctly,  it  is  essential  that  you  should 
see  and  /rp  the  article  in  your  own  home. 

So  sure  are  we  that  the  ALL  STEEL  Refrigera- 
tor will  prove  to  your  entire  satisfaction  every  claim 
we  make  for  it,  that  we  will  let  you  try  it  for  30  days 
before  paying  for  it.    (See  our  Free  Trial  Offer  on 

page  13.) 

We  claim  that  the  "ALL  STEEL"  Refrigerator 
is  the  best  refrigerator  on  the  market,  and  by  far  the 
cheapest  in  the  end  : — 

BECAUSE— The  "ALL  STEEL"  will  last  longer  than 


to  swell  or  shrink.  The  locked  and  soldered  joints  pre- 
vent water  from  getting  into  cracks  or  between  walls 
and  causing  damage.  Every  part  is  made  twice  as 
strong  as  is  necessary  for  practical  use  and  no  expense 
has  been  spared  to  make  a  perfect  refrigerator. 


Best  and  Cheapest  in  the  End 


any  other  refrigerator.   There  is  no  wood 
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BECAUSE — It  is  the  most  sanitary  refrigerator  made. 

A  careful  examination  will  convince  you 
of  this. 

In  fact,  we  could  justly  claim  it  to  be  the  ONLY 
SANITARY  REFRIGERATOR,  as  any  exposed  wood 
is  bound  in  time  to  become  impregnated  with  odors 
which  any  amount  of  cleaning  cannot  fully  eradicate. 
When  the  inside  of  a  refrigerator  is  lined  with  metal 
or  tile  it  is,  unless  the  metal  is  tightly  soldered  at  all 
joints,  worse  than  the  bare  wood,  as  odors  will  find 
their  way  behind  the  metal  or  tile  and  there  is  no  way 
of  removing  these  odors. 

BECAUSE — It  will  use  less  ice  than  any  other  refrig- 
erator of  equal  capacity. 

BECAUSE — It  is  sold  direct  from  factory  to  consumer,  sav- 
ing you  the  important  items  of  travellers' 
expenses  and  middleman's  profits. 

'Please  Remember — That  the  saving  of  ice  in  one  year,  by 
using  an  "ALL  STEEL''  Refrigera- 
tor, will  more  than  pay  the  difference  in  price  between 
it  and  a  lower-priced  refrigerator.  Thus  the  "ALL 
STEEL''  Refrigerator  actually  pays  for  itself  in  a 
very  short  time  by  the  saving  it  effects  in  your  ice 
bills. 
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Jl  Simple  ^Ualk  A  bout 


REFRIGERATION 


METHOT)S — There  are  two  methods  of  refrigeration, 
viz:  the  "Ice  Process"  and  the  "Cold 
Storage  or  Ammonia  Process."  This  booklet  will  treat 
only  of  the  "Ice  Process"  as  those  who  require  a  house 
refrigerator  cannot  avail  themselves  of  the  other. 

CIRCULA  TION— Circulation  of  air  in  a  refrigerator  is 
and  caused  by  the  well  known  natural 

<PURIFICA  TION  law  of  "Cold  Air  Falling  and  Warm 
Air  rising."  As  the  ice  melts  cold 
falls  from  it  and  this  falling  current  of  cold  air  forces 
the  warmer  air  up.  The  rising  currents  of  warm  air 
carry  with  them  the  odors  and  moisture  from  the  pro- 
visions and  these  odors  and  moistures  condense  on  the 
ice  and  are  carried  off  by  the  water  through  the  drain 
pipe. 

Circulation  is  what  purifies  the  air  in  a  refrigera- 
tor. You  may  have  wondered  why  provisions  shup  up 
in  an  air-tight  enclosure  will  keep  in  such  good  con- 
dition. You  know  it  is  not  because  they  are  frozen 
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because  nothing  will  freeze  in  any  refrigerator  that  is 
cooled  with  ice.  If  provisions  should  be  placed  in  the 
same  sized  air-tight  enclosure  as  a  refrigerator  and  if 
that  enclosure  should  be  kept  at  the  same  temperature 
as  the  refrigerator,  but  without  the  inside  application 
of  ice,  the  provisions  in  the  air-tight  enclosure  without 
the  ice  would  not  keep  as  well  as  those  in  the  refrig- 
erator with  the  ice.  In  the  air-tight  enclosure  without 
the  ice  there  would  be  no  circulation  of  air  and  no 
condensation  of  odors  and  moisture  on  the  ice  which 
condensation  is  carried  off  through  the  drain  pipe  with 
the  water.  The  different  foods  in  such  an  enclosure 
would  soon  taste  of  each  other  and  become  unfit  for 
use.  It  is  for  this  reason  that  a  refrigerator  should 
always  be  opened  if  the  supply  of  ice  happens  to  run 
out. 

A  great  deal  has  been  written  about  "Circulation" 
but  experience  has  taught  that  no  matter  where  the 
ice  is  located,  whether  at  the  top  or  at  the  side  of  the 
provisions,  the  cold  air  must  fall  from  the  ice  and  the 
warm  air  must  rise  and  that  warmer  current  must 
carry  the  odors  and  moistures  from  the  provisions  and 
condense  them  on  the  ice. 
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ICE  SUPPLY— The  ice  supply  is  the  main  factor  in 
deciding  the  circulating  and  purifying 
qualities  of  a  refrigerator.  The  cheapest  refrigerator 
made  will,  if  kept  clean,  and  well  supplied  with  ice, 
keep  provisions  better  than  the  best  refrigerator  if  the 
latter  is  not  properly  iced. 

It  pays  better  to  fill  the  ice  box  and  keep  it  as 
nearly  full  as  possible  than  to  try  and  run  the  refrig- 
erator with  a  small  ice  supply.  With  a  full  ice  box  a 
refrigerator  will  not  use  as  much  ice  per  day  as  with  a 
lesser  quantity  and  the  full  ice  box  will  also  keep  pro- 
visions better.  One  of  the  differences  between  a  good 
and  a  poor  refrigerator  is  that  the  former  will  use  less 
ice  than  the  latter. 

KEEP  — It  is  necessary  to  keep  the  re- 

REFRIGERA  TOR      frigerator  level  to  get  best  results. 

LEVEL  Pour  some  water  in  the  ice  pan 

(before  the  ice  rack  is  in  place)  and  if  the  refrigerator  is 
level  the  water  will  be  equal  depth  all  over  the  bottom. 
If  the  water  should  be  deeper  at  one  point  than 
another  level  up  by  blocking  under  one  or  more  of 
the  legs. 
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Details  of  Construction  of  the 

"ALL  STEEL"  Refrigerator 


BOD Y—  The  body  is  round  and  is  made  of  heavy  Gal- 
vanized Steel  with  an  inside  and  an  outside 
shell  with  one  and  one-half  inch  space  between  the  two 
shells. 

It  is  given,  both  inside  and  out,  four  coats  of  the 
best  quality  Baking  White  Enamel  and  each  coat  is 
baked  for  several  hours  in  an  enamelling  oven.  This 
process  insures  a  beautifully  white,  hard  and  lasting 
finish  and  eliminates  all  oil  and  varnish  odors. 

The  edges  of  the  mouldings,  door  and  cover  are 
striped  in  gold  and  the  stamped  shield  on  the  door  is 
handsomely  decorated. 

HARDWARE — The  catch,  hinges  and  cover  handle 
are  solid  brass  and  are  fastened  on 
with  brass  bolts  which  are  screwed  into  nuts  that  are 
soldered  to  heavy  re-inforcing  plates. 

The  casters  are  ball-bearing  with  lignumvitae 
wheels  and  are  solidly  riveted  to  steel  legs. 


ICE  RECEPTACLE — The  ice  pan  and  rack  are  made 
from  very  heavy  black  sheet 
steel  and  are  then  hot  galvanized.  The  ice  receptacles 
in  ordinary  refrigerators  are  often  too  weak  to  stand 
the  strain  and  purchasers  of  the  "ALL  STEEL"  are 
requested  to  give  particular  attention  to  this  feature. 
The  largest  piece  of  ice  that  the  ice  pan  will  hold  can 
be  dropped  in  from  the  top  without  causing  injury. 

SHELVES— The  provision  shelves  are  Round  Discs  of 
Glass  one-quarter  inch  thick,    and  the 
edges  are  ground  smooth.  These  shelves  can  be  quick- 
ly and  easily  adjusted  to  any  position. 

The  shelf  rack  is  Galvanized  Steel  and  revolves 
on  a  brass  pivot.  This  is  a  particularly  convenient 
feature  as  any  article  can  be  put  in  or  taken  out  without 
reaching  over  or  disturbing  any  other  article. 

TRAT*  &  DRAIN — The  drain  pipe  carries  off  the  water 
PIPE  from  the  melted  ice.  Any  impurities 

in  the  ice  and  the  odors  from  the  provisions  which 
condense  on  the  ice  are  carried  off  through  the  drain 
pipe.  The  result  is  that,  unless  some  preventive 
device  is  adopted,  the  odors  from  the  impurities  which 
become  attached  to  the  drain  pipe  will  enter  the  re- 
frigerator. 
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The  trap  has  formerly  had  one  use  only,  viz :  to 
prevent  air  from  entering  the  refrigerator  through  the 
drain  pipe  which  free  entrance  of  air  would  cause  the 
ice  to  melt  faster  than  with  the  trap. 

The  trap  of  the  "ALL  STEEL"  is  placed  on  top 
of  the  drain  pipe  and  thus  serves  a  double  purpose.  It 
not  only  prevents  the  entrance  of  outside  air  through 
the  pipe,  but  it  also  prevents  odors  from  accumulated 
impurities  in  the  pipe  from  entering  the  refrigerator. 

INSULA  TION — The  one  and  one-half  inch  space  be- 
tween the  two  shells  is  filled  with 
powdered  "Kieselguhr."  This  is  the  best  insulating 
material  ever  discovered.  It  is  so  fine  and  light  that  it 
cannot  be  used  between  the  walls  of  ordinary  refrig- 
erators. The  least  crack  or  pin  hole  would  allow  it  to 
escape.  It  is  only  because  every  joint  of  "ALL 
STEEL"  Refrigerators  are  soldered  air  and  water 
tight  that  "Kieselguhr"  can  be  used. 

All  the  spaces  between  the  two  shells  including  the 
body,  bottom,  door  and  top  are  thoroughly  filled  with 
"Kieselguhr." 
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How  to  Clean  the 


"ALL  STEEL"  Refrigerator 


1st.    Remove  the  glass  shelves  through  the  door. 

2nd.  Lift  the  ice  pan  out  from  the  top  and  do  the  same 
with  the  revolving  shelf  rack  and  nothing  is 
left  but  the  bare  walls. 

3rd.  Wash  off  the  inner  walls  with  soap  and  water 
and  follow  with  clean  water. 

4th.  Remove  the  trap  and  pour  boiling  water  through 
the  drain  pipe.  If  the  pipe  becomes  clogged  run 
a  stick  or  wire  through  it  before  pouring  in  the 
boiling  water. 

5th.  Clean  all  the  parts  that  have  been  taken  out  and 
replace  them. 

Note— A  trial  of  this  process  will  convince  you  that  the 
"ALL  STEEL"  can  be  cleaned  easier,  quick- 
er and  more  thoroughly  than  any  other  re- 
frigerator. 
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Our  Free  Trial  Offer 


You  can  try  our  "ALL  STEEL"  Refrigerator  for 
thirty  days  before  you  decide  to  purchase.  If  at  the 
end  of  thirty  days  trial  you  do  not  think  it  is  the  best 
refrigerator  you  can  buy  for  the  money  you  can  return 
it  and  we  will  pay  the  return  freight  and  we  will  remit 
to  you  one-half  of  the  going  freight.  This  means  that 
it  will  only  cost  you  one-half  of  the  freight  one  way  to 
try  one  of  these  refrigerators. 

This,  from  a  purchaser  s  point  of  view,  is  an  ex- 
ceptionally good  offer,  but  knowing  the  value  and  good 
qualities  of  the  "ALL  STEEL"  we  do  not  anticipate 
any  returns. 

If  you  wish  to  remit  cash  with  your  order  we  will 
allow  you  two  per  cent,  discount  and  will  prepay  the 
freight  on  the  shipment.  If  you  adopt  this  plan  and  de- 
cide to  return  the  refrigerator  we  will  remit  you  the 
amount  you  sent  us  less  one-half  the  return  freight. 

If  you  decide  to  try  one  please  fill  in  the  order 
blank  on  page  15,  and  return  the  perforated  sheet  to 
us. 

You  will  notice  on  the  order  blank  a  space  for  re- 
ference, and  we  would  like  you  to  fill  in  the  name  and 
address  of  your  Bank,  or  some  business  firm  or  other 
satisfactory  reference. 

THE  ALL  STEEL  REFRIGERATOR  CO. 

GALT,  ONTARIO 

References  :  Union  Bank,  Gait,  Ont. 

Note — The  crates  are  put  together  with  screws.  Take  crates  apart  carefully  and 
preserve  same  until  you  decide  to  keep  the  refrigerator. 
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"ALL  STEEL"  Refrigerators 


No.  5  -  $30.00 
No.  7      -  $35.00 


DIMENSIONS,  ETC. 


No.  5 

No.  7 

Total  Height 

48  inches 

51  inches 

*  Extreme 
Outside  Diameter 

30  inches 

33  inches 

Height  of 

Provision  Chamber 

21  inches 

23K  inches 

Diameter  of 
Provision  Chamber 

21  inches 

24  inches 

Number  of 
Glass  Shelves 

3 

4 

-'-Ice  Capacity 

\4H  x  UH  x  11  ^  ins. 
Weight  about  80  lbs. 

WVz  x  16K  x  12  ins. 
Weight  about  112  lbs. 

Shipping  Weight 

180  lbs. 

240  lbs. 

*  The  "Extreme  Outside  Diameter"  is  from  outside  to 
outside  of  legs.  This  dimension  is  given  to  show  the 
floor  space  necessary  to  accomodate  the  refrigerator. 

-'-The  "Ice  Capacity"  is  for  a  cubical  shaped  piece  of 
ice  the  size  specified.  This  leaves  rounding  spaces  on 
each  of  the  four  sides  which  spaces  can  be  utilized  for 
various  purposes. 
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"Date 


191 


ALL  STEEL  REFRIGERATOR  CO. 

GALT,  ONTARIO 

Ship  to  

"P.O.  Jlddress  

fRjj.  Station   

Route   ;'j  


"ALL  STEEL"  Refrigerator  (or  Refrigerators) 

On  thirty  days  trial  as  follows  : 


QUANTITY 

SIZE 

PRICE 

If  I  do  not  ship  the  above  back  to  you  within  thirty  days 
after  receiving  same  (as  shown  by  the  freight  receipt)  I 
hereby  agree  to  remit  to  you  at  the  end  of  that  thirty  days 
the  "Price"  agreed  upon  less  the  freight.  (Send  freight  re- 
ceipt as  voucher.) 

If  I  return  the  above  to  you  within  the  specified  time  you 
are  to  pay  the  return  freight  and  remit  to  me  one-half  the 
going  freight. 

Signature  of  Purchaser  


P.  O.  Address. 
Reference : 
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